118     DOCKETED ITEMS

-9107150247 Rev 4 to Nuclear Group Procedure NG-IS-00004, "Fitness For Duty Pro-
LENY.LM. Centerior Energy. 90/06/22. 56pp. 58461:254-58461:311.

-9107150255 Corporate Ref Manual - Human Resource HR-604, "Drug & Alcohol
Policy."

* Centerior Energy. 89/08/01. 4pp. 58461:312-58461:317.

-9107150256 Corporate Ref Manual - Nuclear NU-102, "Fitness For Duty."
EDELMAN.M.R. Centerior Energy. 90/04/02. 26pp. 58461:318-58461:342.

9107240118 Ack receipt of 910425 Itr transmitting changes identified as change 1 to rev
2 to facility nuclear security emergency plan.

GREGER.LR. Region 3 (Post 820201). 91/07/16. SHELTON.D.C. Toledo Edison Co.
1p. 58498:066-58498:066.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107240328 Forwards Rev 14 to updated SAR for Davis-Besse Unit 1, correcting dis-
covered discrepancies & reports change to QA program.

SHELTON.D.C. Centerior Energy. 91/07/22. Document Control Branch (Document
Control Desk). 7pp. 58528:014-58530:360.

-9107240329 Rev 14 to Davis-Besse Unit 1 Updated SAR.

* Centerior Energy. 91/07/31. 1,500pp. 58528:021-58530:360.

M. Antitrust correspondence

9107020137 Discusses util answer to opposition of City of Cleveland.OH to hearing w/
respect to denial of applications to suspend antitrust license conditions & petition for
leave to intervene in event hearing is requested & granted.

SPENCER.M.S. Shaw, Pittman, Potts & Trowbridge. #391 11901. 91/06/17.
BECHHOEFER.C., FRYE.J.H. Atomic Safety and Licensing Board Panel. MILLER.M.E.
Affiliation Not Assigned. 1p. 58254:178-58254:178.

9107020068 Memorandum & order (prehearing conference).* Board ack receipt of Ohio
Edison application to amend facility OL & requests that info be provided by
applicants.W/Certificate of Svc.Served on 910620.

MILLER.M.E. Atomic Safety and Licensing Board Panel. #391 11892. 91/06/19.
Cleveland Electric Illuminating Co. 5pp. 58254:084-58254:088.

9107020110 Alabama Electric Cooperative reply to oppositions filed to petition to inter-
vene.* Informs of util intention to assure vindication of proper legal principle.W/Certifi-
cate of Svc.

MACGUINEAS.D.B., BOSKEY.B. Alabama Electric Cooperative, Inc.
MACGUINEAS.D.B. Volpe, Boskey & Lyons. #391 11903. 91/06/20. Atomic Safety
and Licensing Board Panel. 6pp. 58254:121-58254:126.

9107020152 NRC Staff response to requests for hearing filed by Ohio Edison Co.Toledo
Edison Co & Cleveland Electric Illuminating Co.* NRC does not oppose licensee re-
quests for hearing.but actions limited.W/Certificate of Svc & notice of appearance.
TURK.S.E. Office of the General Counsel (Post 860701). #391 11905. 91/06/20.
Atomic Safety and Licensing Board Panel. 14pp. 58254:206-58254:219.

9107020165 NRC Staff response to petitions for leave to intervene filed by city of
Cleveland.OH & Alabama Electric Cooperative,Inc.* Board should deny petition for
leave to intervene filed by Alabama Electric because petition failed standing.
TURK.S.E. Office of the General Counsel (Post 860701). #391  11904. 91/06/20.
Atomic Safety and Licensing Board Panel. 47pp. 58254:223-58254:269.

9107150067 Petition of util for leave to intervene.* If license conditions can disappear &
reappear w/shifting economics of electric generation.AMP-Ohio future will be seriously
jeopardized.W/Certificate of Svc.

STRAUS.D.R. American Municipal Power-Ohio, Inc. STRAUS,D.R. Spiegel & McDiar-
mid. #391 11945. 91/07/03. Atomic Safety and Licensing Board Panel. 7pp.
58404:225-58404:231,

9107150144 Notice of reconstitution of Board.* Judge GP Bollwerk replaces Judge JH
Frye.due to schedule conflict. W/Certificate of Svc.Served on 91071Q.Reserved on
910712.

COTTER.B.P. Atomic Safety and Licensing Board Panel. #391 11958. 91/07/08. 5pp.
58404:307-58404:311.

9107150148 Forwards memorandum & order issued on 910619,scheduling prehearing
conference for 910725 in Bethesda,MD to discuss AMP-Ohio petition.Served on
910718.

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #391 11962. 91/07/09.
STRAUS,D.R. Spiegel & McDiarrnid. 1p. 58404:312-58404:312.

9107150235 10CFR2.714(b)(1) suppl to conditional petition to intervene of City of
Cleveiand.OH submitted in connection w/910725 prehearing conference.W/Certificate
of Svc & svc list

GOLDBERG.R. Cleveland, OH. GOLDBERG.R., STROTHER.C.D. Goldberg, Fieldman
& Hjelmfelt. #391 11964. 91/07/10. Commissioners (Post 750119). 20pp. 58405:039-
58405:058.

9107240083 Supple by American Municipal Power-Ohio, Inc to petition for leave to inter-
vene.* Facility requests add! time to mod suppLW/Certificate of Svc.
STRAUS.D.R. American Municipal Power-Ohio, Inc. STRAUS.D.R. Spiegel & McDiar-
mid. #391   11969.  91/07/10.  Atomic Safety and  Licensing  Board Panel. 6pp.
58499:114-58499:119.

9107260027 Answer of Cleveland Electric & Toledo Edison to petition of American Mu-
nicipal Power-Ohio for leave to intervene/ UtiIs believe that 910703 petition should be
granted.W/Certificate of Svc.

MURPHY.J.P. Cleveland Electric Illuminating Co. MURPHY.J.P. Toledo Edison Co.
MURPHY.J.P. Affiliation Not Assigned. #391 12001. 91/07/18. Commissioners (Post
750119). 4pp. 58536:111-58536:114.

9107260097 Answer of Ohio Edison Co to petition of American Municipal Power-
Ohiojnc (AMP-Ohio) for leave to intervene.* Util does not object to admission of
AMP-Ohio as intervenor on basis of status as beneficiary.W/Certificate of Svc.
CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge.
#391 12000. 91/07/18. Atomic Safety and Licensing Board Panel. 5pp. 58536:226-
58536:230.

9107260172 Notice of intent to participate.* Files notice of intention to participate in
proceeding re facility concerning antitrust laws.W/Certificate of Svc.
SCHECHTER.M.C.. FONES.R.W., URBAN.J.R. Justice, Dept. of. #391 12022. 91/07/
22. 6pp. 58536:355-58536:360.

9107300151 NRC Staff responses to petition for leave to intervene filed by American
Municipal Power-Ohio.lnc.* Licensing board should grant petition for leave to inter-
vene filed by American Municipal Power-Ohio,Inc.W/Certificate of Svc.
TURK.S.E. Office of the General Counsel (Post 860701). #391 12045. 91/07/23.
Atomic Safety and Licensing Board Panel. 12pp. 58559:321-58559:332.

9107300113 Order (postponing prehearing conference).* Informs that prehearing confer-
ence scheduled for 910725 in Bethesda,MD postponed due to death in family of
board member.Served on 910725.W/Certificate of Svc.

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #391 12041. 91/07/24.
Office of the General Counsel (Post 860701). 3pp. 58559:286-58559:288.

P. Operating license stage documents & correspondence

9107110147 Grants relief per 900406 request for relief from ASME boiler & pressure
vessel code requirements for hydrostatic test of piping from each core flooding tank
outlet motor operated valve to reactor vessel.Request also included alternative.
HANNON.J.N. Project Directorate III-3. 91/06/21. SHELTON.D.C. Centerior Energy.
SHELTON.D.C. Toledo Edison Co. 2pp. 58416:309-58416:313.

-9107110151 Safety evaluation approving relief request re ASME requirements.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/21. 3pp.
58416:311-58416:313.

9107020343 Submits info re status of SPDS per Generic Ltr 89-06 & TMI Action Item
I.D.2.Real-time validation of SPDS parameters & verification & documentation of
SPDS software will be completed by 920203.

SHELTON.D.C. Centerior Energy. 91/06/26. Document Control Branch (Document
Control Desk). 4pp. 58280:001-58280:004.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107160274 Informs NRC of change to preventive maint frequency for reactor trip
breakers,per Generic Ltr 83-28 re required actions based on generic implications of
Salem ATWS events.

SHELTON.D.C. Centerior Energy. 91/07/01. Document Control Branch (Document
Control Desk). 3pp. 58470:073-58470:075.

9107100290 Requests relief to allow temporary non-code repairs of svc water piping,in
accordance w/Generic Ltr 90-05.W/three oversize drawings.

SHELTON.D.C. Centerior Energy. 91/07/03. Document Control Branch (Document
Control Desk). 6pp. 58428:352-58428:357.

9107150205 Forwards procedures & policies re Fitness-For-Duty.per NRC 910501 re-
quest

SHELTON.D.C. Centerior Energy. 91/07/08. DAVIS.A.B. Region 3 (Post 820201). 3pp.
58461:001-58461:342.

-9107150209 Rev 5 to Security Dept Procedure IS-AC-00011, "Protected & Vital Area
Badge Issuance & Control."
SCHUMAKER.A.R. Centerior Energy. 90/08/23. 34pp. 58461:004-58461:039.

-9107150214 Rev 2 to Security Dept Procedure IS-AC-00015, "Fingerprint Processing &
Controls."
ABBOTT.M.A. Centerior Energy. 90/07/27. 22pp. 58461:040-58461:063.

-9107150218 Rev 2 to Security Dept Procedure IS-AC-00017, "Denied Access List
Control."
LENY.LM. Centerior Energy. 89/10/25. 28pp. 58461:064-58461:092.

-9107150220 Rev 1 to Security Dept Procedure IS-AC-00018, "Drug & Alcohol Testing
Process."
LENY,LM. Centerior Energy. 90/06/27. 52pp. 58461:093-58461:147.

-9107150222 Rev 1 to Security Dept Procedure IS-DP-00100. "BAG Exams."
LENY.LM. Centerior Energy. 89/11/09. 24pp. 58461:148-58461:172.

-9107150226 Rev 1 to Security Dept Procedure IS-DP-00101. "BAG Simulation."
LENY.L Centerior Energy. 90/01/12.16pp. 58461:173-58461:189.

-9107150232 Rev 1 to Security Dept Procedure IS-DP-04007, "Performance Test for
Alco-Sensor."
LENY.LM. Centerior Energy. 90/12/18. 10pp. 58461:190-58461:200.

-9107150241 Rev 3 to Security Implementing Procedure IS-AC-00516, "Unescorted
Access Requirements."
SCHUMAKER.A.R. Centerior Energy, 90/08/09. 41pp. 58461:201-58461:244.

-9107150244 Rev 3 to Administrative Procedure NG-IS-00002, "General Nuclear Secu-
rity Requirements." Pages 7,9,10 & 15 only.

*  Centerior Energy. 91/07/08. 5pp. 58461:245-58461:253.

-9107150247 Rev 4 to Nuclear Group Procedure NG-IS-00004, "Fitness For Duty Pro-
gram."
LENY.LM. Centerior Energy. 90/06/22. 56pp. 58461:254-58461:311.

-9107150255 Corporate Ref Manual - Human Resource HR-604, "Drug & Alcohol
Policy."
'Centerior Energy. 89/08/01. 4pp. 58461:312-58461:317.

-9107150256 Corporate Ref Manual - Nuclear NU-102, "Fitness For Duty."
EDELMAN.M.R. Centerior Energy. 90/04/02. 26pp. 58461:318-58461:342.

44 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
